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nature, divide the 4 feet 4 inches (length of the body, natural size) by 4, which gives i foot i inch, from the head of the humerus to the root of the tail. I Divide this line as has been done for the larger scale into 3; this third will give the size of the head reduced to a quarter, that is 5 inches |, a little full. Having divided the horizontal line into three, then these in half, quarters and eighths, use this scale in the same way as for the full size animal,
The measurements should be fixed by means of pegs as in the preceding studies,
When all these measurements have been taken and fixed with care, work by bold outlines on the large planes, avoiding the details, as indicated in Figs. 88, 8cSa.
The second stage shows the rendering of the anatomy; the drawing being the guide to find the form, and at the same time the character and volume. It nearly always happens that the indication of the muscular forms and their movements renders the great planes more uncertain; so that as the work is pushed forwards it is necessary to apply oneself to group all the details into large masses, being careful to observe their relative proportions (Fig, 90, second stage),
In the making of a large lion for decorative purpose, I think it is preferable to make the proportions of width larger